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Message Text 


LIMITED OFFICIAL USE 

PAGE 01 MTNGE 00721 021848Z 

61 

ACTION EB-07 

INFO OCT-01 10-11 ISO-00 EUR-12 STR-04 /035 W 

013085 

R021736ZFEB 76 
FM USDEL MTN GENEVA 
TO AMEMBASSY BUDAPEST 
INFO SECSTATE WASHDC 1092 


LIMITED OFFICIAL USE MTN GENEVA 0721 

DEPARTMENT PASS STR FOR INFO 

E.O. 11652: N/A 
TAGS: ETRD MTN 

SUBJ: HUNGARIAN INVITATION FOR MTN LECTURE 
REE: (A) MTN GENEVA 0210, (B) BUDAPEST 0130 

1 . CULBERT PLANS TO ARRIVE BUDAPEST 2050 HOURS MARCH 2 
VIA SWISSAIR 468, RETURNING GENEVA MARCH 6 VIA SWISSAIR 
469 AT 0915 HRS. MTN DELEGATION WILL FINANCE TRIP 
SINCE WHITE HOUSE REYCNS APPLICABLE TO STR PERSONNEL 
PRECLUDE ACCEPTANCE FOREIGN GOVERNMENT PAYMENT. 

2. CULBERT WILL CALL AT EMBASSY 0900 HRS MARCH 3. 

PRESENTATION TO NATIONAL EOREIGN TRADE INSTITUTE 
SCHEDULED LATE MORNING EOLLOWED BY LUNCHEON AND AFTERNOON 
ROUNDTABLE DISCUSSION. UNDERSTAND NYERGES WILL EXPECT 
SPEND SOME TIME WITH CULBERT MARCH 4 AND/OR 5. 

3. UNDERSTAND GOH HAS MADE SINGLE RESERVATION HOTEL 
INTERCONTINENTAL MARCH 2-5. EMBASSY MAY WISH DOUBLECHECK. 
VISA APPLICATION SUBMITTED HUNGARIAN EMB BERA JAN 28.WALKER 


LIMITED OFFICIAL USE 
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Document Number: 1976MTNGE00721 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Film Number: D760039-0725 
From: MTN GENEVA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
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Page Count: 1 
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Review Event: 
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